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NOTES: 
1. 
THIS DRAWING DEFINES THE OVERALL GEOMETRY AND PERFORMANCE SPECIFICATIONS OF THE PART/ASSEMBLY, AND 
CONSTITUTES THE ACCEPTANCE CRITERIA THEREOF. CONFORMANCE OF HARDWARE TO THESE REQUIREMENTS IS 
ACCEPTABLE IN LIEU OF VENDOR DOCUMENTATION. 
2. 
ACCEPTED SOURCE:ACTION AIR DIV. OF OMEGA ENVIR 
MANUFACTURER: SANDEN INTERNATIONAL (U.S.A.) INC., ALT. UNIVERSAL AIR CONDITIONER, FORT WORTH, TX. 


DASH NO. 
MANUFACTURER 
MFR'R P/N 
DISTRIBUTER 
DIST P/N 
DESCRIPTION 


1 
SANDEN 
SD508 
ACTION AIR 
21-10103 
CYLINDER HEAD 


2 
SANDEN 
4700-9600 
ACTION AIR 
40-62762 
COMPRESSOR HEAD BOLT KIT 


7/8-14 UNF 
TUBE-O-RING 
3/4-16 UNF 
TUBE-O-RING 


M8 X 1.00 X 43MM 


-1 CYLINDER HEAD 


-2 CYLINDER HEAD BOLT KIT 
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